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STEEL... FRAMEWORK FOR 
THE FUTURE 


LET 
STEEL 


YOU! 


There's little doubt that steel ranks second to none as 
an all-around construction material . . one so versatile, 
durable and strong that no other medium even ap- 
proaches its capacity on a pound for pound or square 
foot basis. Steel offers the architect and construction 
engineer unlimited design latitude . . . freedom to depart 
from the ordinary. No job is too big or too small. Steel 
enhances design potential, while continuing to provide 
the framework for inspired contemporary construction, 
as it has for the past 50 years. 


But what of the men who translate the skill and vision 
of the architect and designer into living dimension . . 
who employ years of knowhow to fabricate and erect 


today's cities and tomorrow's skylines from the mighti- 
est metal of them all? 

The Structural Steel and Ornamental Iron Associa- 
tion of New Jersey, is interested in sharing its technology 
and experience with steel firms in the industry and with 
the architectural field in building for the future. With a 
free exchange of ideas and the ability to discuss better 
ways to do things, the structural steel industry and the 
architectural profession can better serve the public. 

All steel firms, architects and engineers who are inter- 
ested in receiving a brochure about the Structural Steel 
& Ornamental Iron Association of New Jersey, Inc. 
may do so by writing to the S. S. and O. I. A. of N. J., 
11 Cleveland PL, Springfield, N.J. 07081. 


STRUCTURAL STEEL AND ORNAMENTAL IRON INDUSTRY OF NEW JERSEY 
11 Cleveland Place, Springfield, N.J. 07081 201/467-1625 


We saved more than this window, 
we saved energy, too! 


. and we have saved literally thousands upon thousands of similarly Go with the experts! 
unsightly, heat-robbing and non-functioning steel and aluminum framed Call direct, or mail coupon today 
windows during the past thirty-odd years. We also specialize in replace- for prompt action. 
ment of old wooden windows with modern steel or aluminum windows No obligation of course. 
available in a full variety of designs to meet your particular structural and Se ene VV 


— — gum STEEL SASH SERVICES 


Div. of COLLYER ASSOCIATES, INC. 


SAVE MY WINDOWS... 
AND ENERGY TOO! 


No. of Windows 


No job is too big! We have made and are in the 
process of completing installations in multi-storied 
skyscrapers, sprawling industrial complexes, ware- 
houses, and institutions — all over the country. 


Extra reliability and endurance built-in to a Steel 
Sash Service installation costs no more. Our experi- 
enced, trained crews handle the complete job — in 


. eee mon mn m mm nm mm mn mm nm 


f A 1 2 STEEL ] ALUMINUM [1] WOOD 
cluding glass replacement, glazing and painting - 
with dispatch and minimum inconvenience to your 
operation and personnel. Name 
STEEL SASH SERVICE" — 
Div. of COLLYER ASSOCIATES, INC. Street — 
30 EAST 33rd 8 T., N. V., N. v. 10016 (212) 684-0900 

City. State Zip 


ALUMINUM MASONRY JOINT COVER SYSTEMS 


TUBE TYPE COLUMN CLOSURES FLANGE TYPE COLUMN CLOSURES 


A NEW APPROACH IN DESIGN AND APPLICATION OF ALUMINUM MASONRY 


JOINT COVERS IS NOW AVAILABLE TO ARCHITECTS, ENGINEERS AND THE 
CONSTRUCTION INDUSTRY. 
THIS SYSTEM INCLUDES, FLOOR, WALL AND CEILING EXPANSION JOINT 
: COVERS, CONTROL JOINT COVERS AND COLUMN CLOSURES FOR TUBE AND 
WALL CONTROL JOINT COVERS FLANGE TYPE COLUMNS. 


AL-CON'S PATENTED SNAP-IN TYPE WALL AND CEILING EXPANSION AND 
CONTROL JOINT COVERS HAVE FRICTION TYPE STAINLESS STEEL SPRING 
CLIP ANCHORS FOR RAPID INSTALLATION IN NEW OR EXISTING MASONRY 
WALLS. 

THIS DESIGN ELIMINATES THE NEED FOR POWER TOOLS AND COSTLY 
INSTALLATION TIME FOR SPOTTING HOLES, DRILLING, SETTING ANCHORS, 
FASTENERS AND ASSEMBLY. 

BUG EXPANSION JOINT Covers THE SPRING CLIP ANCHOR FEATURE IS ALSO INCORPORATED IN AL-CON'S 
NEW SNAP-ON COLUMN CLOSURES FC (FLANGE COLUMN) SERIES. 

ARCHITECTS, ENGINEERS AND CONTRACTORS HAVE EXPRESSED COM- 

e Fe, PLETE SATISFACTION WITH THIS METHOD OF INSTALLATION. 
BRK 


— 


Al- CON HAS COMBINED ARCHITECTURAL, MECHANICAL AND APPLICATION 
FEATURES INTO A QUALITY PRODUCT LINE OF JOINT COVER SYSTEMS YOU 
CAN SPECIFY WITH CONFIDENCE. 


FLOOR EXPANSION JOINT COVERS 


CATALOG WILL BE FORWARDED UPON REQUEST. 


AL-CON PRODUCTS INC. 
P. O. BOX 74, BURLINGTON, NEW JERSEY 08016 
PHONE: AREA CODE 609— 267-2170 


TRENCH/MANHOLE COVERS 


MA CLAREMONT 3” 


PAINTING AND DECORATING CO., 


CLAREMONT PAINTING & DECORATING CO., INC 


Vinyl Wall Covering, Epoxy Coating, Spray Painting, Tanks, 
Water Towers, Steam Cleaning, 
Sandblasting, Maintenance Painting 


Box 5 ® Rt. 202 è Bedminster, N.J. 07921 
DOMINIC SCIARETTA, President 
Phone 201 - 234-1600 


CLAREMONT WALL SYSTEMS, INC. VAUGHAN WALLS MOVABLE PARTITION SYSTEM 


Metal Stud and Drywall Partitions — Custom Carpentry Completely Movable and Reusable — Free Standing 
Acoustical Ceilings — Movable Partitions Simple Utility Line Installation 


John Jastrabek ® 201-234-2422 


Official Publication of 
NEW JERSEY SOCIETY OF ARCHITECTS 


A Region of The American Institute of Architects 
110 Halsted Street, East Orange, N.J.07018 
(201) 672-7900-7901-7310 


Editorial Board 

J. Robert Gilchrist, Chairman; D. Levon Gedickian, Graphics; 
Burton W. Berger, Cassandra A. Carroll, Donald J. Gatarz 
Michael C. McAneny, Edward N. Rothe, Michael J. Savoia 
Alan Spector. Helen T. Schneider, Editor. 
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J. ROBERT GILCHRIST, AIA 
President 


If architecture had not laid its claim upon John 
Robert Thomas Gilchrist first, he might well have 
achieved a successful career as a humanist. 


Bob Gilchrist speaks often, and publicly, about 
his concern for the dignity of man — and he means 
it. In a recent interview, for instance, he observ- 
ed that money alone would never save inner cities 
without equal consideration “for the human dig- 
nity of the residents.” 


“To successfully erase the rotted core of the 
cities, they must be rehumanized,” he told a re- 
porter. “The basic unit in the redevelopment 
process is not the brick, the inch or the stone; 
it is the human being.” 


It is this empathy for his fellows, and deeper 
than surface reaction to the stimulus of common 
good, that Gilchrist avows he will bring to his ad- 
ministration as president of the New Jersey Society 
of Architects in 1978. j 


Although in many ways a reflective person, Gil- 
christ is not one to dwell on the past even his 
own, as one of the most successful architects in 
the state, with more than 700 buildings to his 
credit. Among them is Continental Plaza in Hack- 
ensack, with which he is perhaps most closely 
identified and where The Gilchrist Partnership 
has its atelier. 

The incoming president, who had to ride out 
the recent economic slump as did his colleagues, 
has his eye not on what might have been, but on 
what is and shall be for sometime to come — “The 
Emerging Practice.” 

“Tm going to concentrate all my efforts on this 
theme,” he said. “We've been through a terrible 
business depression for architects and the con- 
struction industry — and I use the word ‘depres- 
sion’ advisedly. Architectural practice is no longer 
the same as it was, due to the scouring effect on 
the past couple of years and to the general change 
in attitude on the part of younger people entering 


the profession. A new practice is emerging, and 
many traditional ways of doing business are no 
longer valid, such as the time-honored, insular or 
isolated position of the architect doing just his 
own little thing.” 

“Architecture is expanding into other allied 
fields, such as development, construction man- 
agement and new techniques of producing docu- 
ments for construction. It is also interfacing in a 
different way with the rest of the construction 
industry.” 

“Present and future graduates of architectural 
schools should recognize,” he said, “that fewer 
positions will be available for traditionally educated 
people. The architects’ changing practices will 
demand a different spectrum of knowledge and 
skills from the new graduates.” 

“In every possible way I will bring to the atten- 


tion of the membership such techniques new 
methods of acquiring commissions, and what type 
of work other than conventional design is being 
done. I want architects to become more aware, 
concerned and involved in other aspects and op- 
portunities such as environmental protection, land 
and municipal planning, and project development. 
And we need to be aware how the once conven- 
tional practice is being influenced and eroded by 
new legislation requiring lawyers to represent 
clients at various hearings where architects his- 
torically have been the representatives,” 

Gilchrist believes that changes in the Code of 
Ethics enacted at the recent convention of the 
American Institute of Architects will help ease 
the transition from the old to the new, but that 
architects need to help themselves. “If architects 
don’t wake up to the fact, for example, that design/ 
build is here to stay they’re in danger of withering 
on the vine.” 

“TIl be doing a lot of talking and persuading, 
and will follow through on everything that requires 
implementation — at the spring conference, in 
workshops, board meetings, using whatever means 


President’s Profile 


I have at my disposal. I look at the whole picture 
very enthusiastically and optimistically, I know 
what I'm going to do!” 

Gilchrist pointed out that his three sons are all 
in architecture. John, 24, the oldest, a graduate 
of the University of Virginia School of Architec- 
ture, works in his office. Robert, 20, a student at 
Pratt Institute of Architecture, and Thomas, 18, 
a freshman at the University of Colorado School 
of Architecture, work in their father's office during 
summers, 


“I want them to see the profession as I see it,” he 
said, “in a very positive manner, with the archi- 
tect as the keystone in the entirety of the design 
and construction process.” 

Gilchrist received a bachelor’s degree in archi- 
tectural engineering from Catholic University of 
America and his master’s degree in architecture 
from Rensselaer Polytechnic Institute. Since 1955 
he has been in independent practice, chiefly in 
church, school, industrial and commercial work. 
He is licensed in several states, in addition to New 
Jersey, and is a registered professional planner. 

He has won awards for Continental Plaza, the 
Rottini Townhouses in Wood-Ridge, the head- 
quarters building of AFIA Finance Corp., Wayne, 
and Ivers-Lee, Inc., West Caldwell, Other citations 
were for Horizon Homes competitions in New 
Jersey and the northeastern region, Architectural 
Record magazine, Arts Council of Bergen County 
and the New Jersey chapter, American Concrete 
Institute. 

In addition to the American Institute of Archi 
tects and the NJSA, Gilchrist is a member of the 
Architects League of Northern New Jersey and the 
Guild for Religious Architecture. He is a past 
president of the Bergenfield Rotary Club and a 
former member of the Upper Saddle River plan- 
ning board. He and his wife, the former Mar- 
garet Ann Julien, reside in Upper Saddle River 
and in Loveladies on Long Beach Island. 


New Horizons At NJSA Convention un secon na 


What is on the horizon for architecture in New 
Jersey? More than 1200 New Jersey architects, 
students and guests gathered together to find out 
at the Annual Convention of the New Jersey So 
ciety of Architects (NJSA). Meeting at the Play- 
boy Resort and Country Club in October, this most 
successful convention gave New Jersey architects 
an excellent opportunity to assess the progress of 
architecture in New Jersey during the past year, 
and trade views about what lies ahead on the hori 
zon, 

Visitors to the convention halls were surround 
ed by an outstanding architectural exhibit of sey 
enty-five projects representing the best efforts of 
New Jersey architects. Six of these projects were 
selected for awards by an eminent awards jury, 
and are displayed in this issue. The crowded ex 
hibit halls also contained sixty educational dis 
plays demonstrating new building materials and 
methods. Workshop programs concerning environ 
mental psychology, urban design, marketing, and 
financial planning were conducted by authorities 
in these fields. 

At the annual meeting, officers of NJSA re- 
ported on numerous activities of the past year 
and outlined new projects planned for the year to 
come. New officers were elected for 1978, includ 
ing President J. Robert Gilchrist, President-Elect 
Romeo Aybar, Vice Presidents Leo Mahony and 
Paul J. Demassi, Secretary Herman H. Bouman, 
and Treasurer Peter Pizzi. To cap the convention, 
architectural awards were presented at the Presi- 
dent’s Reception, and a special non-architectural 
award was bestowed on the Newark Star Ledger. 

In a questionnaire circulated among convention- 
goers, architects responded to what they foresee 
by the year 2000 in such matters as architectural 
design, energy concerns, construction costs, and 
urban development. Environmental limitations 
will have the most noticeable impact on architec 
tural design according to over one-third of the re- 
spondents. Other factors causing major changes 
in design will be energy concerns and new tech- 
nology. 

An overwhelming two-thirds of the architects 
surveyed stated that due to energy considerations, 
the most noteable physical change in buildings by 
the year 2000 will be the appearance of numerous 
solar designed structures. In a similar response 
sixty percent of the architects noted that depletion 
of existing energy sources will be the major 
factor affecting new construction. 

Appraising construction costs, respondents 
anticipate that general inflation trends and in- 
creased labor costs will inevitably cause higher 
construction costs by the year 2000. By that 
time, architects foresee the cost of the average 
home in New Jersey to be between $100,000 — 
$125,000; and the construction cost for a typical 
1-2 story nonresidential building will probably 
average between $80-$100 per square foot. 
Two-thirds of the architects stated that the aver- 
age home will be no larger than 1500 square 
feet due to costs, energy and environmental 
considerations. 

In response to a question about the future of 
urban development in New Jersey by the year 
2000, the architects noted that the major factors 
influencing a resurgence of the cities will be new 
mass transportation and the rehabilitation of older 
residential neighborhoods. 


«A 


Left to right: NJSA Officers — 


* 


1978 — Peter A. Pizzi, Ala, Treasurer; Herman H. Bouman, AIA, Secretary; Paul 


J. DeMassi, AIA, Vice President; Leo H. Mahoney, AIA, Vice President; Romeo Aybar, AIA, President-Elect; J. 
Robert Gilchrist, AlA, President; Richard Bottelli, AIA, 1977 President 


Architectural Awards Program 


After evaluating all seventy-five submissions, 
the awards jury finally selected three completed 
buildings and three proposed projects. The archi- 
tectural firms responsible for these six outstanding 
projects received recognition for their efforts in 
achieving esthetically pleasing and successful de- 
sign solutions for their clients. 

Designs submitted for consideration in the 
awards program represented a wide variety of pro- 
jects including private residences, multi-family 
housing, commercial, institutional, religious, 
health, and educational facilities. The submis- 
sions were also representative of a full range of 
design approaches. In addition to the six award 


Left to right: Romolo Bottelli, FAIA; Mrs. Richard Bottelli; 


winners, forteen projects were selected for an ar- 
chitectural exhibit at the State Museum in Tren- 
ton. 


The eminently qualified awards jury included 
William N. Breger, AIA (William N. Breger As- 
sociates, New York, N.Y.,), Ulrich Franzen, 
FAIA (Ulrich Franzen & Associates, New York, 
N. Y.) and Joe J. Jordan, FAIA (Philadelphia, Pa.). 
In addition to their noteworthy professional en- 
deavors, each member of the jury is contributing 
significantly in architectural education at some of 
our most prominent universities including Yale, 
Harvard, Drexel, and Pratt Institute. 


Richard Bottelli, AIA; Mrs. Romolo Bottelli 


i Fol 
$ Workshops 
Na — — 


Environmental psychology was the topic of an 


interesting educational workshop at the conven 
tion. Paul Gallis. assistant dean of the New Jer 
sev School of Architecture at NJIT was modera 
tor for the program, which investigated the inter 
actions between people and their environments 
Illustrated by numerous slides. the workshop de 
picted how people's activities affect their environ 
ment and. conversely. how the environment af 
fects people. Dr, John Maddocks emphasized the 
need for architects to integrate both of these views 
and design a more responsive and humane environ 
ment. Research into children’s perceptions of the 
environment was presented by Dr. Donald Wall. 
Through a series of intriguing experiments which 
Dr. Wall has conducted at the New Jersey School 
of Architecture. new insights have been achieved 
into how children arrive at a concept of space and 
architecture 

A special urban design workshop focussed on a 
recent study of Liberty State Park by the AIA 
sponsored Regional / Urban Design Assistance 
Team (R/UDAT). Jules Gregory, FAIA, Chair 
of the R/UDAT program emphasized the impor 
tance of community input in the design process. 
Background information was described by Jim Sin 
(1) Left to right: John J. Gilchrist: clair. and the planning process employed by the 


J. Robert Gilchrist, Ala; Robert E J T tes + A x She i 
Gilchrist. (2) Left to right: Andrew R/UDAT team was depicted by Fred Travisano, 
Stasiuk, Star Ledger; Richard Bot AIA. Recommendations of the study. presented 
telli, AIA. (3) Left to right: William N by Allan Mallach. planning consultant. included 


Breger, AlA; Joe J. Jordan, FAIA A { 
E developing links to the park from surrounding Jer 


sey City communities. providing vehicular access 
and circulation within the park, and creating new 
housing to aid redevelopment.of the existing com 
munity 

Identifying new markets for architectural ser 


vices was the theme of a lively workshop present 
ed by J. Robert Hillier, AIA. Among the expand 
ing markets discussed were conference centers. 
corporate training centers. senior citizen housing, 
e industries, and con 


entertainment centers. ser 
solidation planning projects. Discussion also cen 
tered around the many non-design services which 
architects can perform for their clients. including 
building appraisal. life-cycle cost analysis. contract 
management. and programming 


Burton W. Berger, AIA; William N. Breger, AIA; Joe J. Jordan, FAIA; Ulrich Franzen, FAIA; 


Da Stage in Jersey 
Old play, 
new stage 


Architects doing brisk business in scale models 


DEPICTING THE SHAPE OF FUTURE REALITIES 


An artful transformation wins praise 


Architects favor lifting 
self-imposed ad ban 


Architects back 


mortgage bonds SEES REVITALIZATION OF OLD NEIGHBORHOODS 


Architect chief injects hope into tired cities 


Examples of recent architecturally oriented feature articles in the Newark Star Ledger 


from a Livingston architect's peers SOLAR ENERGY 


‘Power of future‘ arrives in N.J. 


Awards Jury 
Critique 


Following selection of the six architectural 
award winners, the jury commented on design sub- 
missions at a lively awards critique workshop. 
Two categories of awards were presented; the 
first for completed buildings, and the second for 
proposed projects, 

Discussion centered around what criteria should 
be used for selecting design winners. While all 
seventy-five submissions represented high stan- 
dards, design quality, and fulfillment of clients’ 
needs, William Breger noted that something more 
should be required of award winners. “Should com- 
petent projects receive awards or should explora- 
tory designs get awards,” Mr. Breger asked. Ac- 
cording to the jury those projects demonstrating 
new design approaches qualify for special recog- 
nition. Mr. Breger emphasized that award win- 
ning buildings must stimulate the jury in a special 
way. “If the project heightens my consciousness, 
and if J have grown by looking at the building,” 
Mr. Breger stated, then it qualifies for an award, 

Questions raised by the public concerned why 
so few completed buildings were selected. Several 
participants asked why a wider range of project 
types are not considered for awards. In response, 
the jury indicated that fourteen additional build- 
ings were chosen for a special exhibition at the 
State Museum in Trenton. These projects are all 
representative of the best architectural work in 
New Jersey, Mr. Breger stated, but the six projects 
chosen for awards were selected for their special 
design excitement. 


Special Award 
to Newark Star Ledger 


At the President’s reception, Richard Bottelli 
presented a special award to the Newark Star 
Ledger, “for their continuing efforts in keeping 
the public informed of significant developments 
in the field of architecture, for their timely, in- 
teresting and thoroughly researched feature ar- 
ticles relating to the built environment, and for 
their accurate professional reporting, all of which 
has resulted in an increasingly enlightened aware- 
ness of the contributions to the safety, health and 
welfare of the people of New Jersey made by the 
architectural profession.” 
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Brookwood Corporate Center 


Piscataway, N.J. 


Architects: ROTHE/JOHNSON 
Edison, N.J. 


General Contractor: FRANK BRISCOE CO. 
East Orange, N.J. 


Engineers: (structural) WIENER & THALER 
Newark, N.J. 
(mechanical/electrical) LESLIE S. STERLING 
Jury Comments: 


Closter, N.J. 
simplicity, careful detailing, dramatic dark 


and light exterior expression...the building is a 


Photography: GUY SUSSMAN, 
striking element in the landscape 


New York, N. Y. 


The project is a two-story, 65,000 square foot speculative office building located atop a gently sloping, five-acre site. The site was moderately visible from 
Interstate 287, a major vehicular artery, which services the area. 

Design objectives called for a building design that appealed to major corporate “users”. No more than two tenants per floor were planned. The design solu- 
tion called for a long, sleek building, the exterior of which is constructed of high-gloss, gleaming white insulated aluminum “sandwich” panels and dark black 
insulated glass windows. The result is a strikingly dramatic building highly visible in the landscape and easily seen from Interstate 287. 

Separate entrances have been designed for executives and visitors and for building employees. 

Upon entering the building, one is greeted by an impressive and spacious two-story-high lobby. From the lobby access to the building's upper level is by ele- 
vator or by the use of a visually exciting, free-standing stair which leads to a bridge that overlooks to the lobby floor below. Balconies link the bridge to the 
upper level office areas. From the bridge access is also gained to a special use, brick-paved outdoor deck area. 


shag 


The Eden Institute 


Princeton, N.J. 


Owner: EDEN INSTITUTE, ST. ANDREW'S CHURCH 
Princeton 


Architect: PETER WALDMAN, AIA, with DAVID McALPIN, project 
associate, and RICHARD BROWN, RUTH GOODMAN, 


CHRISTOPHER NOLL and WILLIAM SHERMAN, assis- 


Jury Comments 
tants. 


the model is superb...a well documented presentation...very 


exciting way in which the architect took an existing structure and 
Contractor: In project-phase construction; Projected, Summer 1978. worked out the building elements within it 


A “building within a building” was created to provide “school” and “house” programs to meet the autistic child’s need for a secure and protected environment. 
Actually, two buildings were constructed inside the sanctuary to form prototypical school and house. The facades are on a diagonal and raised on an 18-inch 
plinth to articulate and heighten the identity of each. This also marks the difference between the two buildings and results in a street. House and school contain 
traditional elements and dividers with roofed and unroofed spaces for environmental enclosure or open space as need may require. The effect provides for an 
intensive one-to-one relationship with the teacher on one hand, and house-like activities and other group situations on the other. 
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Trenton State College Community Center 


Trenton, N.J. 


Architects: CUH2A 
Princeton, N.J. 
in association with CAUDILL ROWLETT SCOTT 


General Contractor: MAX DRILL, INC. 
West Orange, N.J. 


Engineer: CUH2A 


Princeton, N.J. Jury Comments 


exciting array of interior open spaces... mall runs diagonally thru 
Photography: OTTO BAITZ the building...concept was clear and exciting...a person would enjoy 
Cliftwood, N.J. walking thru these spaces 


The Center is located at the crossroads of the campus. Through the center of the buildings passes a wide interior “street” which lies along the main circu- 
lation route between parking areas and public transportation on one side and the academic and administrative core on the other. Air doors are provided at 
either end to encourage passage of students and visitors. 

Two-story triangular elements containing Student Union activities are on either side of the street. The larger element includes lounges, snack bar, game 
rooms and kitchen on the first floor and multi-purpose activity and meeting rooms on the second. The smaller element houses the college store and adminis- 
trative space. Both elements are penetrated by large, central, two-story spaces with skylights for natural illumination. 

Areas for students activities, publications and clubs are in the basement with a separate exterior entrance to facilitate night use when the main portion 
of the Center is closed. 

Exterior materials represent the design vocabulary established for continuing development of the campus. Inside, cast-in-place concrete columns, beams and 
cruciform beam supports are exposed. Patterned brick and tile floors, and textured wood ceilings are used in public areas. The remaining floors are carpeted, 
except for utility areas. Wherever possible, the brick walls and anodized aluminum door and window frames of the exterior are repeated in the interior. 
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Tower Hill Village 


Red Bank, N.J. 


Architects: KHACHADOURIAN AND CAHILL, AIA 
Bloomfield, N.J. 


Owner/Developer: LANID CORP. 
Clinton, N.J. 


Landscape Architect: KHACHADOURIAN AND CAHILL, AIA 


Engineers: KELLER AND KIRKPATRICK 
Florham Park, N.J. 


Jury Comments 
Renderer: ARNOLD PRATO 


is project reflects a healthy eclecticism...people living in this 
Ossining, N.Y. complex would be exposed to an interesting experience 


The site consists of nearly 14 acres with slopes of from 10 per cent to 20 per cent, with a low elevation of 70 feet at the treed perimeter and a height of 120 
feet in the center. The surrounding neighborhood has apartments at the northwest and single-family homes at the southeast. The property was zoned for 10 
multi-family units to an acre, with a maximum of 20 per cent of three bedrooms and 80 per cent of two bedrooms, and with space for two cars per unit. 


The solution to the problems presented resulted in a neighborhood with a balanced housing mixture of townhouses integrated between existing single-family 
homes and apartments. 


There is a major loop road at the northwest perimeter base of the knoll which connects a public street to the site interior and the adjacent apartment project. 


This provides vehicular access to the auto “courts,” separating people spaces from vehicle spaces, leaving the center portion of the site free for recreation acces- 
sible by pedestrian “streets” to all the townhouses. 
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The Jersey City Health Center 


Jersey City, N.J. 


Owner: CITY OF JERSEY CITY 
Architect: THE HILLIER GROUP — GEORGE L. CEDENO, AIA, Project Architect 


Contractor: CIRILLO & SONS, INC., Jersey City 
Jury Comments 


Within the limits of the existing space and program a 
very imaginative and exciting interpretation, It was a 
vision of what clinic spaces should be, achieved through 
form and graphics. It would help the children, the real 
clients in this project, by providing desirable visual 


surprises. It would allow for better control and efficient 
operation for both staff and user. 


Antiquated space in the basement of Margaret Hague Hospital was recycled to create a free-flowing, non: institutional diagnostic center designed to reduce 
anxieties about testing and to reinforce a positive and enjoyable “health experience.” Traditional halls, rooms and furnishings have been replaced by curved 
halls, colorful graphics, changing lights, multi-level carpeted spaces and casual furnishings. Jury comments noted that the Center was “exciting and fun for 
the kids.” showed “extremely imaginative use of space” and was “a well-done project related to child use.” 
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Warehouse Conversion 
To Private Residence 


Princeton, N.J. 


dub Comments Architect: MICHAEL GRAVES 


excellent and thorough documentation Princeton, N.J. 


of the project, including color studies 


and details...careful interrelation of à 
ato inhale General Contractor: DUNCAN A. DOYLE 


Princeton, N.J. 


Engineers: GREG HOWELL, Sausalito, Calif. 
TOM MINEO, Kendall Park, N.J. 


The building is a two-story warehouse constructed in 1926 by Italian masons in a Tuscan vernacular of hollow clay-tile surfaced with brick and stucco. The 
renovation provides living quarters for a family of two adults and four children. 

The design, in commenting on the ambiance of the existing structure, provided that existing openings, which had been used as truck platforms, become primary 
entrances so as to preserve the surface value of the original facade. In order to identify these entries and gain the benefit of light in the depth of the building with- 
out greatly altering exterior walls, a courtyard excision was made in the structure. thus establishing elements of new construction inside the body of the building. 

The general simplicity throughout was left intact. The abstract quality of interior and exterior surfaces was elaborated with figural elements in order to allow 


closer identification with classical and anthropomorphic analogies 


Checklist 


OTHER AWARDS 


Leo Mahony, AIA, of Princeton has been 
chosen Architect of the Year for 1977 by the 
New Jersey Subcontractors Assn. Mahony. a 
Vice President of the New Jersey Society of Ar 
chitects, is a partner of the architectural firm of 
Mahony/Zvosec in Princeton 

Bernard J. Grad. FAIA. of the Grad Partner 
ship in Newark, received the annual Americanism 
Award of the New Jersey B'nai B'rith Anti-Defa 
mation League on December 8th. Grad. the author 
of “Adventure into Architecture”, young people's 
guide to the profession, also serves on the Newark 
Landmarks Commission of the Newark Chamber 
of Commerce. 

Blauth-Miller, AIA, of Lambertville won an 
award in the International Design Competition of 
the San Diego chapter. AIA. A dismantable model 
of the winning design will be included in an exhi 
bition to be seen throughout this country. Europe 
and Asia. 

Albert D. Halse, AIA. of Hackensack received 
the Directors Award of the Architects League of 
Northern New Jersey for outstanding service as 
long-time chairman of the League's scholarship 
committee. He also has been made a life member 
of the New Jersey chapter. American Society of 
Interior Designers. 

Peter H. Holley. AIA, of Wyckoff received the 
Architects League Directors Award in recognition 
of service to the League and work on behalf of the 
profession, 

Sidney Schenker, AIA, of Paterson was elected 
a life member of the honorary board of Jewish 
Family Service of North Jersey for devoted and 
dedicated service since 1956. 

Short and Ford, AIA, of 
received the Sensible Growth Award of the Na 
tional Assn. of Home Builders and Better Homes 
and Gardens, and an Award of Merit from the 
AIA in association with House and Home and 
Homes for Better Living. 

Kenneth A. Licht, architectural 
Ridgewood, was selected in a competition to show 
his work in the West Gallery at Ringwood Manor 
in 1978. 

Ronald P. AIA, of Atlantic High 
lands won a certificate of excellence for his busi 
ness stationery presented by the Art Directors 
Club of New Jersey. 

Arthur L. Davis, AIA, of Englewood was honor 
ed as Kiwanian of the Year by the Jersey City 
Kiwanis Club, of which he is a past president 

John S. Rhoads, AIA, of Trenton is the new 
chairman of the Trenton area chapter. Red Cross. 
and vice president of the Trenton Kiwanis Club. 
both for 1978-79, which means that he will be 
come club president in 1980 


Princeton recently 


renderer of 


Bertone, 


Michael P. Conoscenti, ALA, is Vice President 
in charge of New Jersey operations of The Eggers 
Group, New York architectural office which just 
recently opened a Trenton office. Michael Green- 
berg, AIA, another Vice President of TEG. was 
Project coordinator for the Rutgers Athletic Cen 
ter, the new home of the Nets Basketball team. 


20 


HISTORICAL ARCHITECTURAL 
DRAWINGS 
— — — — 


More than 1.000 architectural drawings rendered 
between 1896 and 1934 by the William E. Lehman 
design firm of Newark have been made available 
Historical So 


for researchers by the New Jersey 


ciety 
Dr. Robert Morris 


the drawings have been repaired. processed and 


the society's librarian. said 


indexed and are now ready for use at 230 Broad 
way in Newark 

The collection. which includes renderings of 
some of Essex County's best known buildings. was 
presented to the society by William E. Lehman Jr.. 
retired chief of the Lehman Architectural Part 
nership. now in Livingston and Newark. 

Most of the renderings are drawn in pen and ink 
on linen. Morris said. The Newark Post Office 
and old Federal West Orange 
Town Hall and Library and the Roosevelt Homes 


Courthouse. the 


in Newark are among the well-known buildings 


illustrated. 
mm TE ET 


The new offices of Short and Ford. AIA. of 
Princeton are located on property with mid-19th 
century buildings. one of which. a country store. 
was moved alongside an 1860 house to provide 
for Short & Ford: Middlesex-Somerset- 
Mercer Regional Study Council. and Heritage 


space 


Studies. consultants in historic preservation 


The new classroom-office building of Rutgers 
University at Cook College and Douglass College 
is the work of Holt-Morgan-Schwartz of Prince 
ton. The building. an addition to the Loree gym 
nasium. displays a design feature which allows 
through traffic along a mini cross-campus pedes 
trian route and which makes the building fully 
accessible to the handicapped 


Harry E. Weaver. AIA. Morris 
town. was asked to help prepare an architectural 
description of the 150-vear-old Morris 
Courthouse. Morristown. which 
was designated a state historical site and may win 
a listing with the National Register of Historic 
Places 


Weaver and Jacques A. Duvoisin. AIA, an as 


The firm of 


County 
subsequently 


sociate of his firm. worked with the Morris Coun 
ty Heritage Commission to compile data on the 
red brick-and-sandstone structure designed and 
built by Lewis Carter of Chatham and Joseph Lind 
slev of Morristown 

Weaver noted that the courthouse “was prob 
ably among the last important public buildings 
designed and built in New Jersey by architect 
builders primarily carpenters and craftsmen 
who designed and constructed from guide books 
of standard patterns and designs, As with most 
architect-builders. Carter 
ornate English models with a more simple and 
pure style, and they freely mixed older architec 


and Lindsley infused 


tural styles with the new. 


The Shore Chapter. NJSA. cited the Red Bank 
Bicentennial Commission for sponsoring a resto 
ration of the Red Bank railroad station as an his 
torical building 

Jerome Lutin. instructor in architecture and 
urban planning at Princeton University. mapped 
the restoration. Exterior work (the interior was 
not permitted) was accomplished by borough em 
ployes. volunteers and shop classes from Red 
Bank Regional High School under a grant from the 
National Endowment for the Arts. The restora 
tion involved painting and repairs to the two 
story. Victorian-style depot with its gingerbread 
trim and clapboard siding. 


Outlook 


Statewide Construction Activity 


July '77 
Nonresidential (1) 67,430,000 
Residential (2) 109,938,000 
TOTAL BUILDING 177,368,000 


August '77 


110,608,000 
116,629,000 
227,237,000 


4 


$ millions 


er 


Nonresidential 
Construction 


Year to Date Totals (5) 


September '77 1977 1976 
82,699,000 663,483,000 616,797,000 
100,822,000 794,689,000 547,740,000 


183,521,000 1,458,172,000 


$ millions 


Construction Activity by Counties (3 


July '77 
ATLANTIC COUNTY 
Nonresidential 270,000 
Residential 2,551,000 
TOTAL BUILDING 2,821,000 
CUMBERLAND COUNTY 
Nonresidential 2,088,000 
Residential 1,317,000 
TOTAL BUILDING 3,405,000 
HUDSON COUNTY 
Nonresidential 1,026,000 
Residential 288,000 
TOTAL BUILDING 1,314,000 
MERCER COUNTY 
Nonresidential 1,241,000 
Residential 2,574,000 
TOTAL BUILDING 3,815,000 
MIDDLESEX COUNTY 
Nonresidential 7,629,000 
Residential 12,969,000 
TOTAL BUILDING 20,598,000 
MONMOUTH COUNTY 
Nonresidential 1,467,000 
Residential 10,847,000 
TOTAL BUILDING 12,314,000 
PASSAIC COUNTY 
Nonresidential 2,940,000 
Residential 2,993,000 
TOTAL BUILDING 5,933,000 


FOOTNOTES: 


(1) Nonresidential buildings include commercial, manufacturing, educational, religious, administrative, recrea- 


Aug. 77 


3,380,000 
2,195,000 
5,575,000 


493,000 
1,237,000 
1,730,000 


21,478,000 
266,000 
21,744,000 


1,607,000 
6,440,000 
8,047,000 


17,989,000 
6,687,000 
24,676,000 


2,862,000 
25,262,000 
28,124,000 


2,554,000 
1,864,000 
4,418,000 


1,164,537,000 


Percent 
Change 
From 1976 
Plus 8% 


Plus 45% 
Plus 25% 


Residential 
Construction 


Year to Date Totals (5) 


Sept. '77 1977 1976 
314,000 7,585,000 7,457,000 
2,275,000 16,909,000 13,770,000 
2,589,000 24,494,000 21,227,000 
1,187,000 7,976,000 14,551,000 
1,094,000 9,866,000 7,881,000 
2,281,000 17,842,000 22,432,000 
5,829,000 39,170,000 47,182,000 
1,812,000 31,629,000 4,611,000 
7,641,000 70,799,000 51,793,000 
775,000 26,673,000 42,425,000 
2,873,000 27,192,000 22,617,000 
3,648,000 53,865,000 65,042,000 
20,454,000 83,479,000 55,948,000 
8,911,000 74,010,000 45,119,000 
29,365,000 157,489,000 101,067,000 
6,015,000 56,534,000 55,638,000 
8,799,000 88,512,000 60,794,000 
14,814,000 145,046,000 116,432,000 
2,400,000 30,224,000 27,255,000 
2,374,000 16,256,000 22,227,000 
4,774,000 46,480,000 49,482,000 


tional, and other buildings not designed for shelter 


(2) Residential buildings include houses, apartments, motels, dormitories, and other buildings designed for shel- 


ter 


(3) Statistics for selected counties shown are based on figures derived from standard metropolitan areas within 


the counties 


(4) All statistics are based on monthly reports of contracts for future construction, prepared by F.W. Dodge Divi- 


sion of McGraw-Hi!! Information Systems Co 


(5) Cumulative figures for “Year-to-Date Totals” reflect adjustments not distributed to the individual 


months. 


Percent 
Change 
From 1976 


Plus 
Plus 
Plus 


2% 
23% 
15% 


Minus 45% 
Plus 25% 
Minus 20% 


Minus 17% 
Over 100% 
Plus 37% 


Minus 37% 
Plus 20% 
Minus 17% 


Plus 
Plus 
Plus 


49% 
64% 
56% 


Plus 
Plus 
Plus 


2% 
46% 
25% 


Plus 11% 


Minus 27% 
Minus 6% 


BY ALAN SPECTOR, AIA 


In the third quarter of this year, nonresidential 
construction activity finally overtook the 1976 
pace. After lagging behind last year’s sluggish rate, 
nonresidential construction contracts in Septem- 
ber (the last reporting period) showed an 8 per- 
cent increase over last year. 

Residential construction activity has continued 
its increase over last year's rate, marking a 45 per- 
cent gain at the end of the third quarter. A notice- 
able increase has been recorded in multi-family 
housing projects. 

Bear in mind that these increases are based on 
current dollar values, not adjusted by the cost 
effects of inflation. Therefore, real construction 
volume is not as high as indicated compared to 
1976 rates. 

According to the New Jersey Department of 
Labor & Industry, the recovery of building acti- 
vity has been mainly the result of rising housing 
starts and a pickup of public works, thanks in part 
to the federal Public Work Employment Act, and 
other building projects that have been coming off 
the drawing boards over the pest few months. 
Homebuilding, however, has been by far the 
strongest segment of the construction industry. 


Forecast 


Most economists foresee moderate growth in 
the fourth quarter of this year, and a continuing 
period of slow, steady growth through the begin- 
ning of 1978 in the construction industry. 

As reported in “New Jersey Economic Indi- 
cators,” the national economic situation over the 
next few months will depend on the strength of 
business confidence and the success of federal 
monetary and fiscal policies. While the total vol- 
ume of building activity is not nearly enough to 
support pre-recession levels of activity, continued 
growth should be expected due to additional public 
works projects and improvement in nonresiden- 
tial building. 

A recent survey of the economic scene by “En- 
gineering News-Record” points to a reserved op- 
timism for the coming year. Moderate gains in 
nonresidential construction activity are predicted 
due to an influx of federal funds, growing concern 
over energy and the environment, the booming 
housing market, and steady gains in consumer 
spending. Design firms should expect a growing 
number of projects involving renovation, remodel- 
ing and retrofit work. The most promising non- 
residential construction areas are expected to be 
in the commercial market, including offices and 
stores, and a stronger apartment market is fore- 
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Award: Good Neighbor Award, sponsored by New The design provides a two-story building composed of four quadrants located 
Jersey Business and Industry Assn relative to each other in a pinwheel configuration around a very large interior 
courtyard. Plantings were chosen to screen the 1,600-car parking areas from the 
Project: Property and Casualty Insurance Co., Holmdel building and existing streets. Islands within the parking areas were designed to pro 
vide adequate area for proper root development of large shade trees. Additional 
Owner: Prudential Insurance Co. of America planting consists of specimen planting, ground covers and evergreen screening 
which accentuate and highlight the entrance courtyard to provide an aesthetically 
Architect: The Grad Partnership pleasing environment 


Contractor: Torcon, Inc., Westfield 


AWARD: Homes for Better Living. 1975, sponsored by American Insti 
tute of Architects and House and Home Magazine 


PROJECT: Guernsey Hall Condominium, Princeton 
OWNER: Guernsey Hall Condominium 
ARCHITECT. William H. Short, AIA 


CONTRACTOR: S.B.H. Builders, Inc., Hopewell 


In 1850 when it was built, the mansion that is now the three-story 
condominium was considered an excellent example of Italian Villa 
style In 1971 when demolition was threatened, the surrounding 
community felt that such an architectural landmark should be pre 
served. One of the leaders in the successful preservation fight was 
the architect, who later turned the mansion into six condominium 
apartments. One published comment said that the conversion was 
carried out “with great concern for the original architect's detail and 
decorations. Wherever possible the original material was preserved 
intact. New materials were introduced sensitively 


AWARD: American Institute of Steel Construction Award 
of Excellence, 1977 


PROJECT: Ramapo College Physical Education Building 
Mahwah 


OWNER: State of New Jersey 


ARCHITECT: Mahony € Zvosec/Kenneth DeMay, Princeton 


CONTRACTOR: B.D. Malcolm Co., Inc., Lincoln Park 


The building was designed as barrier-free to the point 
of having lifts transfer students to and from wheel chairs 
into the swimming pool. There are 35,000 square feet 
of floor area, as well as a gymnasium with seating capacity 
for 2,000 spectators that can be divided with high folding 
partitions into two or four smaller gymnasium areas. The 
25-yard, six-lane swimming pool accommodates bleachers 
for 120 spectators. Inclused are classrooms suitable for 
dance, wrestling and gymnastics, as well as such support 
ing spaces as locker and training rooms 


AWARD. Citation for excellence of architectural design 
presented by Mahwah Police Department on 
behalf of the township, 1975 

PROJECT: Mahwah Police Department headquarters 

OWNER: Township of Mahwah 

ARCHITECT: Romeo Aybar, AIA 


CONTRACTOR: Barnes Construction Co., Ramsey 


Recognition 


The two-story concrete structure with a concrete roof, faced with brick and stone, is ex- 
plosion protected and designed to withstand attack. Included are four detention cells and a 
five-lane, soundproof pistol range in the basement, with electronically-controlled, movable 
targets. Among other features is total audio-visual surveillance from within and outside 
the building. Police dispatchers, shielded by bulletproof glass, have monitor control over 
all means of ingress and egress 


AWARD. Good Neighbor Award, sponsored by New Jersey 


Business and Industry Assn 


PROJECT: New York Life Insurance Co. Clinton Data 
Processing Center, Lebanon 


OWNER: N. Y. Life Insurance Co. 
ARCHITECT: The Grad Partnership 
CONTRACTOR: William Blanchard Co., Springfield 


AWARD: Sussex County Award for Outstanding Non- 
residential Building of the Year, 1977, in Sussex 
County 


PROJECT: Variety Fabrics Design and Decorating 
Building, Hamburg 


OWNER: Louise O'Biso and Richard O'Biso 
ARCHITECT: Alan Spector, AIA 
CONTRACTOR: Earl Construction Co., Stillwater 


Organization of the complex is based on the development of an integrated design 
responsive to the rural quality of the environment. Natural features have been 
preserved to the greatest extent possible. Parking areas are separated by radiating 
landscaped buffers accommodating pedestrian movement toward the building 
Views toward the south are enhanced by landscaped terraces and a reflecting pond 
The buildings are grouped to optimize internal communication, as well as to develop 
a lively, articulated building form related to the meadows of the site. Office and 
common areas are oriented toward the expanding valley view to the south 


This is an interior-decorating department store with sections for fabrics, notions, 
needlecraft, draperies and other appurtenances, and ancillary spaces for a work- 
room, storage, classes and offices. The design solution created multi-level shopping 
departments surrounding a central atrium which rises to a large skylight and clere- 
story windows that permit natural daylighting of the entire interior in a park-like 
setting. Seating spaces and play areas for children of shoppers are provided 


CHAMPLIN “GO WITH A WINNER” 


INSULATED STRESSED SKIN ROOF PANELS 
LAMINATED WOOD BEAMS 


Used on the Variety Fabrics Building Hamburg, New Jersey 


FABRICATED BY THE CHAMPLIN COMPANY 


P.O. Box 6095 Station A 
81 Bartholomew Avenue 
Hartford, Conn 06106 


203-246-5443 


“Delaware Quarries, Inc. 


“ Building Stone with the Natural Look ” 


Quarriers of: 
Delaware Valley Sandstone 
Delaware Valley Fieldstone 
Split River Jacks O 
and an exceptional variety 


of other stone veneers 


Design Some of Nature's Beauty 
Into Your Next Project 


Call or write for free brochure or catalog 


Lumberville, Bucks County 215-297-5647 
Pennsylvania 18933 297-5496 
297-8133 


Office Profile 


Left to Right: Neville Epstein, Hamilton Ross, AIA, James Dill, Robert Geddes, FAIA. 


The GBQC Princeton office was established 
in 1965 when Robert Geddes came to Prince- 
ton University. The office quickly became an 
active participant in the New Jersey architectural 
community, and in educational and public affairs. 
During its 13 years, GBQC Princeton has been 
responsible for the planning and design of several 
major projects in New Jersey, including Stockton 
State College, the Institute for Advanced Study, 
the Architects Housing Company project in Tren 
ton, and Liberty State Park. In this period GBQC 
has received many design awards from the New 
Jersey Society of Architects, and a 1977 National 
AIA Honor Award. 


GBQC has developed a general practice without 
an explicit specialization. Most of the work has 
involved the programming and planning of groups 
of buildings and landscapes. As a result of the in- 
volvement in public affairs, both civic and insti- 
tutional, GBQC has designed educational and 
health institutions, public works, housing, and 
community facilities. 


Group practice is the mode of work. GBQC 
works together in small groups which are respon- 
sible for the planning and design, building tech- 
nology, and project management. The goal is to 
provide responsible, responsive services that prop- 
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erly take into account the needs of the user, client, 
and the community. 

The GBQC Princeton group numbers up to 15 
people, headed by Robert Geddes, Hamilton Ross, 
Neville Epstein, and James Dill. 


Robert L. Geddes, FAIA 

Robert Geddes, one of the founding partners of 
the firm, received the Master of Architecture de 
gree from the Harvard University Graduate School 
of Design. Since 1965 he has been Dean of the 
School of Architecture and Urban Planning at 
Princeton University. 

Mr. Geddes directs GBQC's design and plan- 
ning work in Princeton. He has worked as archi- 
tect and planner for education institutions, public 
agencies, and corporate institutions. In addition 
to receiving national recognition for his excellence 
in design, he has been actively engaged in be- 
havioral research on the users’ satisfactions in 


buildings. 


Hamilton Ross, AIA 

Hamilton Ross received the Bachelor of Arts 
degree in 1955 and the Master of Fine Arts de- 
gree in 1961 from Princeton University. He has 
been heavily involved in the firm's project man- 
agement and the use of fast-tracking and systems 
building techniques. Mr. Ross is currently project 


Geddes 
Brecher 
Qualls 
Cunningham: 
Architects 


Princeton, N.J. 


manager for the Liberty State Park development, 
a planning effort headed by GBQC and involving 
the direct participation of 10 consulting firms. 


Associates 

M. Neville Epstein received the Bachelor of Ar- 
chitecture degree in 1960 from the University of 
Cape Town, South Africa and the Master of Fine 
Arts in Architecture degree in 1964 from Prince 
ton University. He has been for many years a 
faculty member of the Princeton University School 
of Architecture and Urban Planning. 

Mr. Epstein has been a senior designer for a 
number of GBQC's major institutional projects 
including Stockton State College, the Institute 
for Advanced Study in Princeton, the Humanities 
and Social Sciences Building at Southern Illinois 
University, and the Beaver College Science/Aca- 
demic Building. 

James Dill Jr. received the Bachelor of Arts 
degree in 1961 and the Master of Fine Arts degree 
in 1965 from Princeton University. 

He is in charge of the renovations, restorations, 
and additions to Trinity Church in Princeton. Mr. 
Dill has been involved with building projects for 
Rutgers, The State University, and the Architects 
Housing Company, and with building systems re- 
search for Johns Manville Corp. and Butler Mfg. 
Co. 


Stockton State College Pomona, New Jersey 

Institute for Advanced Study Princeton, New Jersey 

Model Central New Jersey Terminal Building, Lib 

erty State Park, Jer ity, N.J. 

Robert Faner Hall, the Humanities and Social Sci 
ter. Southern Illinois University, Carbon 

dale, Illinois 


The 
unquestionable flooring. 


You won't have to defend your choice of a new 
brick floor from Drehmann. Inspectors know its 
great sanitary properties. Your maintenance 
people know its ease of cleaning and infrequent 
need for repair. We will be happy to prepare an 
estimate for complete design, materials and 
installation 


EARL 


Construction Co., Ine. 


Call or write for a free estimate. 


| DREHMANN PAVING 


AND FLOORING COMPANY 
Over 100 Years of Reliability 
2101 Byberry Road, Philadelphia, Pa. 19116 (215) 464-7700 


Box 42 
Stillwater, N.J. 07875 
Phone (201) 383-4980 


KELLER & KIRKPATRICK, P.A. 


DAVID B. KELLER, P. E., L. S., P. P. 
ROBERT C. KIRKPATRICK, JR., P. E., L. S., P. P. 


EDWARD W. BROWN, P.E 
KIRK R. SCHMIDT, L.S 


— Building Construction — 
“Specializing in 
Site Development Engineering” 


10 RIDGEDALE AVENUE 
FLORHAM PARK, NEW JERSEY 07932 


(201) 377-8500 


SWS Optional 
Enclosed Venetian 


Blinds conserve I” | SWS Double Hung Windows 


energy and greatly offer unique optional features 
reduce maintenance such as... Tilt-in sash for 


costs and vandalism. cleaning . . . dual glazed con- 
struction. 


SWS Aluminum 


Windows -=-= 
designed, built, backed 
by Total Responsibility. 


SWS offers a complete line of quality engineered mon- 
umental windows and curtain walls designed to meet 


energy conservation requirements. ' 
* e E 4 à 5 . Project: Brookwood Corporate Center 
From initial design to finished window the engineer- Piscataway, N. J. 


ing, manufacturing and installation are professionally General Contractor: Frank Briscoe 
coordinated to insure a smooth running, totally satis- Company, Inc. 

factory project. Backed by more than 30 years of F 
know-how, with in-plant facilities for engineering, Curtain Walls: SWS Industries 
manufacturing and environment testing, plus shipping 

on SWS's own fleet of trucks and installation by its 

own mechanics. 


IT 
ss INDUSTRIES INC. 


75 KNICKERBOCKER ROAD, MOONACHIE, NEW JERSEY 07074 
Q PHONE (201) 939-2050 


When products of unusual quality were required, CGN ‘LUX 
ras the natural choice to become the major supplier to the 


famous Vea Jersey Sports Complex” in East Rutherford, N. J. 


NEW JERSEY SPORTS AND EXPOSITION AUTHORITY 


Architects / Engineers: General Contractor: Construction Manager: Painting Contractor: 
EWING, COLE, ERDMAN & EUBANK, Philadelphia, Pa. FRANK BRISCOE CO., INC., GEORGE A. FULLER CO. J. 1. HASS CO., INC. 
CLAUSS & NOLAN, Scranton, Pa. East Orange, N. J. New York, N. Y. Jersey City, N. J. 


GALLONS USED: APPROXIMATELY 19,000 


CON - LUX coatings, Inc., Edison, N. J. 08817 


eA. SG *9 uo USVA 


ZA 


